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Fairview  Evergreen  Nursery,  Fairviero,  ‘Pa.  . 

' F.C.  HETZ,  ‘Propritior  APR  2 9fl91 

T>R1CE  LIST  FOR  SPRING  OF  1916  f 

, Each  10  100  1000 

Norway  Spruce,  8 to  12  in.,  once  transplanted $ 10  $ .60  $ 4.00  $ 25.00 

Norway  Spruce,  12  to  18  in.,  once  transplanted .15  .80  6.00  40.00 

Norway  Spruce,  18  to  24  in.,  twice  transplanted 30  2.50  20.00 

Norway  Spruce,  24  to  36  in.,  twice  transplanted 50  4.00  35.00 

Norway  Spruce,  36  to  48  in.,  twice  transplanted 75  6.00  50.00 

Douglas  Spruce,  18  to  24  in.,  once  transplanted 15  1.00  7.50 

Douglas  Spruce,  24  to  36  in,,  twice  transplanted 50  4.00 

Colorado  Blue  Spruce,  18  to  24  in.,  twice  transplanted,  select  .50  4.00  35.00 

Colorado  Blue  Spruce,  24  to  30  in. , twice  transplanted,  select  . 75  6. 00 

Colorado  Blue  Spruce,  18  to  24  in.,  twice  t’nsp’ted,  nursery  run  .35  3.00  25.00 

White  Spruce,  12  to  16  in.,  once  transplanted 15  .80  6.00  35.00 

Balsam  Fir,  6 to  12  in.,  once  transplanted 10  .50  4.00 

Arbor  Vitae  (American)  18  to  24  in.,  once  transplanted  .15  1.00  7.50  60.00 

Arbor  Vitae  (American)  24  to  36  in.,  once  transplanted  .25  2.00  12.00  100.00 

Silver  Maple,  8 to  10  ft.,  once  transplanted 50  4.00  35.00 

nursery  has  been  inspeFled  by  Mr.  E.  B.  Engle,  State  Inspector,  and  found 

to  be  free  of  injurious  diseases  or  insects. 


